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PDE-5 


Attached is a description of the CMC-5 which we have renamed 
the PDE (Professional Data Entry) -5. The models 3, 5 & 6 
were all actually minor variations of the 5 and we will be 
marketing them as that, variations of a PDE-5. This manual 
will be republished as a Sperry Uni vac document as soon as 
possible. 



